CLASSES FOR MEDICAL STUDENTS
who held office until 1900, when he left the Laboratory to take charge of the large telescope which his father had left to Cambridge University. When Newall was made Demonstrator, L. R. Wilberforce, later Professor of Physics at Liverpool University, succeeded him as Assistant Demonstrator, and when Newall ceased to be Demonstrator Wilberforce succeeded him again. I cannot refrain from quoting an account given by Wilberforce of the relations between them, because it is so true and so honourable to both : "It was impossible to work under him and see not only his ability as a physicist and as an organiser, but also his unfailing patience, kindness and good-humour to his subordinates and his students, without deriving instruction and inspiration from his example " (History of the Cavendish Laboratory, p. 255).
Though lectures suitable for candidates for the ist M.B. Examination were given by Glazebrook, who was lecturer in physics at Trinity College as well as a University Demonstrator, there was no teaching in practical physics suitable for these students until 1887, and no practical work in the examinations. About this time a short oral examination was added as an experiment, and revealed that the knowledge of physics possessed by the candidates was peculiar though not extensive. It furnished the examiners with a crop of " howlers ", with which they entertained their friends for long after. In 1887 T. C. Fitzpatrick was appointed Assistant Demonstrator, and I was fortuntate enough to induce him to undertake the organisation of the teaching of practical physics to medical students. At first the classes were small enough to be taken by one man, and did not take up much room in the Laboratory. They grew, however, very quickly, and in about a year